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Message Text 

SECRET 

PAGE 01 BAGHDA 00641 171205Z 
ACTION SS-25 

INFO OCT-01 ISO-OO SSO-OO /026 W 

171206Z 115426/12 

O 171115Z APR 77 

FM USINT BAGHDAD 

TO SECSTATE WASHDC IMMEDIATE 4420 

SECRET BAGHDAD 00641 

EXDIS 

E.O. 11652: XGDS-2 
TAGS: PINE, PINT, IZ 

SUBJECT: SADDAM HUSSEIN REPORTED TO HAVE HAD CORONARY 
ANEURYSM 

USINT HAS RECEIVED REPORT FROM APPARENTLY KNOWLEDGEABLE 
SOURCE THAT SADDAM HUSSEIN HAD BEEN BROUGHT TO HOSPITAL ON 
APRIL 16 COMPLAINING OF CHEST PAINS. EXAMINATION DISCLOSED 
THAT SADDAM HAD A QUOTE PENDING ANEURYSM UNQUOTE OF CORONARY 
ARTERY. ACCORDING TO REPORT, SADDAMS HEART CONDITION IS 
POTENTIALLY VERY SERIOUS. AND HE HAS BEEN ADVISED TO SLOWDOWN 
HIS ACTIVITIES. SOURCE DOUBTED THAT SADDAM WOULD DO SO, 

HOWEVER, AND PREDICTED THAT ANEURYSM WOULD RECUR WITH MORE 
SERIOUS CONSEQUENCES. 

WILEY 


SECRET 
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